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SUBJ: US-ITALY ENERGY WORKING GROUP (EWG): VISIT OP ITALIAN 
DELEGATION TO DISCUSS PHYSICAL SECURITY OF NUCLEAR PACILITIES 

REP: (A) ROME I34I0,(B) ROME 13170 

1 . PROF.AMMASSARl HAS ADVISED THE EMBASY THAT MINISTER OP 
INDUSTRY HAS JUST ASSIGNED HIM TO WORK OUT PROGRAM FOR 
IMPLEMENTING ITALY’S RECENTLY PASSED ENERGY CONSERVATION LAW. 
SINCE THIS IS A MAJOR UNDERTAKING.PROF.AMMASSARI 

WILL BE UNABLE TO ATTEND THE SEPTMEBER 7-10 DISCUSSIONS WTH 
ERDA ON NUCLEAR FACILITY PHYSICAL SECURITY.IN ADDITION,HE 
WILL NOT BE ABLE TO MEET WITH WASHINTON AGENCIES ON SEPTEMBER 
I3-14.PROF.AMMASSARI WAS VERY APOLOGETIC FOR CANCELLATION AND LATE 
NOTICE.HE HOPES THAT IT WILL BE POSSIBLE TO ARRANGE A VISIT 
IN COMING MONTHS,POSSIBLY IN LATE OCTOBER. 

2. THE OTHER FOUR MEMBERS OF THE ITALIAN TEAM WILL ARRIVE 

AS PLANNED FOR THE PROGRAM FROM SEPTEMBER 5 TO SEPTEMBER 10. 
BEAUDRY 
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